Celia Morrison 


June 13, 1987 

Beth Israel Hospital, Denver, CO 


Born in Russia. 97 years old 
married Louis Morrison in Denver 

Louis, a tinsmith, got a job in Rock Springs, WY. 

He did whatever was necessary to make a living. 
His family was from London 
Moved in Denver in 1935. 

Her father was a cattle buyer. 


Note: Mrs. Morrison often did not understand the 

questions put to her and basically did not 
understand, even after much explanation, 
why she was being interviewed. After 
discussion with security person and 
seeing confusion and disturbance in 
Mrs. Morrison, the interview was 
quickly stopped. She ended by not 
wanting to give wrong answers, by not 
being able to remember things so long 
ago and asked not to be approached 
again. 



